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CONFIDENTIAL PARIS 24370 

US OECD 

EXCON 

E.O. 11652: XGDS1 

TAGS: ESTC, COCOM, GW, GE 

SUBJ: GERMAN MEASURING GEARBOXES WITH RESOLVERS TO GDR 
REFS: A) SCOM DOC. (78) 529 

1 . IN PROVIDING ANOTHER TWO- WEEK EXTENSION (THE THIRD) 

TO USDEL ON THIS CASE, GERMAN DEL ASKED FOR STATUS 
REPORT. USDEL REPEATED QUESTION IN REF. B WHICH HAD 
BEEN RAISED BY US AGENCIES IN CONNECTION WITH EXPORT 
OF SIMILAR EQUIPMENT IN SCOM DOC. (78) 527. GERMAN DEL 
SAID HE WOULD SEEK RESPONSE FROM HIS AUTHORITIES. 

2. ACTION REQUESTED: STATUS OF U.S. CONSIDERATION OF 
REFCASE. 

KATZ 
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